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Message Text 


UNCLASSIFIED 

PAGE 01 MOSCOW 00136 06I558Z 

53 

ACTION EUR- 1 2 

INFO OCT-OI ISO-00 OES-05 FEAE-00 INT-05 ( ISO ) W 

124917 

R061514Z JAN 76 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC 8428 
ERDA GERMANTOWN 

UNCLAS MOSCOW 0136 

E.O. 11652: NA 

TAGS: TGEN, ENRG, CVIS, US, UR 

SUBJECT: US-USSR COOPERATION IN ENERGY: MEETING ON DESIGN AND 
OPERATION OF HYDRO-ELECTRIC POWER STATIONS (08.02-02) SOVDEL TO US 

REE: A) STATE 000899, B) MOSCOW 18548 

DEPARTMENT ASSUMPTION (REF A) CORRECT THAT VISA CABLE (REF B) IN 
ERROR. MFA VISA REQUEST GIVES ETD AS 15 FEBRUARY. 
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Current Classification: UNCLASSIFIED 

Concepts: VISAS, MEETING DELEGATIONS, INTERGOVERNMENTAL COOPERATION, HYDROELECTRIC POWER PLANTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 06 JAN 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976MOSCOW00136 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760004-0164 
From: MOSCOW 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 97601 83/aaaacvzq.tel 

Line Count: 35 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 899, 75 MOSCOW 18548 
Review Action: RELEASED, APPROVED 
Review Authority: coburnhl 
Review Comment: n/a 
Review Content Flags: 
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Review Event: 

Review Exemptions: n/a 
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Review Release Date: n/a 
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Review Withdrawn Fields: n/a 
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